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for New Construction or Modernization! 


3 A* BAR-17*-*! 
'/a' BAR l!4'-»j 


CLEAR 

OPENING 
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SPECIFICATIONS: 

KLEMP ANOTEC TYPE D 

Fabricated with straight bars on 1 '/$' & VAS centers, with 
spacer rivets riveted'to straight bars on 4* centers, alter¬ 
nately spaced 2 * apart. 


ANOTEC-TYPE D 

STYLES I & H 

STYLE nr 

Symbol 

Straight 

Bar 

Size 

Spacer 
Rivet 
r Ig. 

Nominal 
•Weight 
Lbs. Per 
Sq. Ft. 

Spacer 

Rivet 

1' Ifl. 

Nominal 
Weight 
Lbs. Per 
Sq. Ft. 

1 

%V/t' 


1.49 

%'x'/,' 

1.49 

IX 



2.12 


2.12 

2 

r x»/« r 

%V/.' 

1.89 

r x>/,' 

1.99 

2X 

r 


2.70 

r 

2.84 

3X 

I'/t'x'/l* 

VaV/b' 

2.30 

l'/4V/r 

2.49 

3 

1IAW 


3.26 

1 W'xV 

3.54 

4X 

1 Vi'xVt' 

Vt'x'// 

2.69 

l'/lV/.' 

2.98 

4 

1 '//xV 


3.83 

114W 

4.25 

5 

i HW 

1 V/fe* 

4.54 

1 3 /4%^" 

4.95 

6 

2" xW 

.1 vv 

5.1 1 

2" x 3 7*" 

5.66 

7 

2!4 W 

iw 

5.67 

2'/4W 

6.37 


i.i 


CLEAR —pj 
OPENING 


I'V 


SPECIFICATIONS: 

KLEMP ANOTEC TYPE E 

Fabricated with straight bars on 1 'ffe* & 2* centers, with 
spacer rivets riveted to straight bars on 4” centers, alter¬ 
nately spaced 2'apart. 


ANOTEC-TYPE E 

STYLES r & n 

STYLE m 

Symbol 

Straight 

Bar 

Size 

Spacer 

Rivet 

lWlg. 

Nominal 
Weight 
Lbs. Per 
Sq. Ft. 

Spacer 

Rivet 

lWlfl. 

Nominal 
Weight 
Lbs. Per 
Sq. Ft. 

1 

3 /4V/.' 

VaV/b' 

1.02 

3 / 4 "x!/a" 

1.02 

IX 

3 /4 W 

3 /*V7*" 

1.48 

3 /4W 

1.48 

2 

1" x'A* 

%V/a* 

1.25 

r x'/«" 

1.36 

2X 

r xt/ 

HW 

1.82 

r 

1.97 

3X 

114 V/,' 

%V/a' 

1.49 

llAV/a" 

1.70 

3 

1 '/4W 


2.17 

1 7a V7*" 

2.47 

4X 

I’/jV/a' 

%V/a" 

1.72 

l'/iV/a' 

2.03 

4 

1 '/jV^ 

3 / 4 "x^" 

2.51 

1 

2.96 

5 

l 

l w 

3.00 

1 3 /4'xV 

3.45 

6 

2" x 3 7*' 

1W 

3.34 

2" x3/fc* 

3.94 

7 

2V4'xW 

1W 

3.69 

2'/4V4» 

4.43 


NO, * : M ^®? r °P* nin « remain, 'O" 5 ' 0 "* oil «"•*. ond the center to center of straight ban varies with the thickness of straight bars 
Both straight bon and spoter rivrts ora Inbrtcoled fro. Ahmtnw. Aloy 6003-T5. 


PANEL WIDTH CONSTANT CHART 


TYPE 

St. 

Bar 

Thickness 




D 

z 

Ul 

2 

SIO 

NS SHOWN ARE FULL SPACES OUT TO OUT OF STRAIGHT 

BARS 



10 

n 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

n 

7b' 

0'1P4' 

1'0J4* 


1'2%' 

1 '37a" 

1'5' 

1 

}’7VV 

1'8%' 

1 '9»/ 2 ' 

1'10%' 


roVt* 

2'2' 

2'3'/," 

2'4!4' 

2'53/,- 

2'6'/z" 

2'75/a' 

2'834- 

2'97," 

i/ 

3 Ai" 

l '07*' 

ri!4" 

1'27*' 

1'33/,- 

l '4*7*' 

1 '6' 

1'77*' 

yw 

l 'W 

1'10%' 

rnw 

2'1 Vi" 

2'2 7*" 

2'314" 

2'4'7*" 

2'57a" 

2'77*" 

2'8%' 

2'97*' 

2'107a' 

2'11'T*" 


TYPE 

St. 

Bar 

Thickness 





DIME 

INSIC 

>NS ! 

SHOWN ARE FULL SPACES OUT TO OUT OF STRAIGHT BARS 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

E 

l/." 

5'7*" 

77,' 

9'7*" 

11%' 

1'1'T*" 

1'3%' 

1 '57*' 

1 '77a' 

1'97*" 

I'll 3/,- 

2'17*' 

2'314' 

2'57*' 

2'714' 

2'97*' 

2'11' 

3'0'7*' 

3'2%' 

3'4'7*' 

3'6%' 

3'8 >7*' 

3 7*" 

6%*" 

87*" 

107*' 

1 '0*7*' 

1'27*" 

1'47*' 

1 '6=Ha' 

1'87*' 

1'103/k' 

2'07*' 

2'27*" 

2'4%*' 

2'67*' 

rw 

2'10 3 7*' 

3'07*' 

3'27*' 

3'47*' 

3'67*' 

3'87*' 

3'107*' 


Note: To above standard widths add 14* for rivet heads for overall width dimension. 


STRAIGHT 

” BARS " 


STRAIGHT 

" BARS " 


STRAIGHT 
“ BARS “ 


STYLE I STYLE H 

(See Tobies for Spacer Rivet Depth) (See Tobies for Spacer Rivet Depth) 


STYLE HI 

(Straight Bors 1 Spacer Rivet 
Some Depth) 


Additional* patterns, which are 
available on special request, are: 



DIAMOND 

PATTERN 



HEXAGON 

PATTERN 












































































































































, I. A. DOC. FILE NO. 14-P 


W BAR - 
Vt” BAR 



SPECIFICATIONS: 

KLEMP ANOTEC TYPE F 

Fabricated with straight bars on 3 i5 /u>” & A” centers, with 
spacer rivets riveted to straight bars on A” centers, alter¬ 
nately spaced 2'apart. 


ANOTEC-TYPE F 

STYLES I & IE 

STYLE III 

Symbol 

Straight 

Bar 

Size 

Spacer 

Rivet 

VW lg. 

Nominal 
Weight 
Lb*. Per 
Sq. Ft. 

Spacer 

Rivet 

VW lg. 

Nominal 

Weight 
Lbs. Per 
Sq. Ft. 

1 

Va'xV,' 

Va'xVi' 

0.68 

Vt'xVt' 

0.68 

IX 

Ya'x'Aa' 

Va'xV* 

1.01 


1.01 

2 

r x Vt ' 

Vt'xVt' 

0.80 

l'x '/•" 

0.91 

2X 

r x*as 


1.19 

1* M 

1.34 

3X 

}'A'xVt' 

Vt'xVt 

0.92 

1 Vt'xVt' 

1.14 

3 

lVi'xVk' 

Va'xW 

1.36 

Wa w 

1.68 

4X 

1 Vi'xVt' 

Vt'xVt' 

1.04 

V/i'xVt' 

1.36 

4 

1 Vi'xW 


1.54 

mw 

2.01 

5 

lyeV/U* 

1 'xW 

1.88 

i %'xV 

2.35 

6 

2 ' xW 

\'xv*' 

2.06 

2" xY*' 

2.68 

7 

2!AW 

1 w 

2.24 

2 Va 'xW 

3.02 



SPECIFICATIONS: 

KLEMP ANOTEC TYPE G 

Fabricated with straight bars on 7 15 A a" A 8" centers, with 
spacer rivets riveted to straight bars on 8" centers, alter¬ 
nately spaced 4'apart. 


ANOTEC-TYPE G 

STYLES I & H 

STYLE HE 

Symbol 

Straight 

Bar 

Size 

Spacer 

Rivet 

7'W lg. 

Nominal 

Weight 
Lbs. Per 
Sq. Ft. 

Spacer 

Rivet 

7'W lg. 

Nominal 

Weight 
Lbs. Per 
Sq. Ft. 

1 

Vt'xVt 

Vt'xVt' 

0.36 

Vt'x'A' 

0.36 

IX 

Va W 

Va'x'Aa 

0.53 

Va 'xV*' 

0.53 

2 

V x'/t* 

Vt'xVt' 

0.42 

P xVt' 

0.47 

2X 

V xVis' 

Yt'x'At' 

0.63 

}' xW 

0.71 

3X 

\ Vt'xVt' 

Vt'xVt 

0.49 

1 Va ' x Vt' 

0.59 

3 

PAW 

Yt'xVtf 

0.72 

1 Vt'xW 

0.88 

4X 

1 Vi'xVt' 

Vt'xVt 

0.55 

} Vi'xVt' 

0.71 

4 

1 Vi'x'Aa' 

Ya'x'AS 

0.82 

1 Vi'xV*' 

1.06 

5 

1 Vt'xW 

Vx'Aa' 

1.00 

1 Ya'xY* 

1.24 

6 

2' x'Aa 

1 W 

1.09 

2' xYS 

1.41 

7 

2Va'xVi 

1W 

1.19 

2Va'x>Aa' 

1.59 


Note: The clear opening remains constant at all times, and the center to center of straight bars varies with the thickness of straight bars. 

Both straight bars and spacer rivets are fabricated from Aluminum Alloy 6063-T5. 


TYPE 

St. 

Bar 

Thickness 

DIMENSIONS SHOWN ARE FULL SPACES OUT TO OUT OF STRAIGHT BARS 


l 

2 

3 

4 

5 

6 

7 

8 

9 

10 

li 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

f 

Vt” 

A'Ai” 

8" 

\VW 

1'3%" 

V7'W 

1'11%' 

2'2'W 

2 ’7Vt” 

2'11 W 

rv/t” 

37 W 

3'11 Vt” 

A’2W 

A'7Va” 

4'iiy6" 

rr/t” 

57 W 

SMI' 

6'2'W 

6'6W 

6'10'M*' 

7'2Va” 

7'6'W 

Va” 

AW 

8 W 

vow 

i'4y w " 

1'8 W 

2'0 W 

2'AW 

2'8 W 

row 

rAW 

r*w 

A'OW 

A'AW 

4'8 W 

row 

5’AW 

5'8 W 

6'0W 

6'AW 

6'BW 

7'0W 

7'AW 

7'BW 


PANEL WIDTH CONSTANT CHART 


Note: To above standard widths add %' for rivet heads for overall width dimension. 


ANOTEC* ARCHITECTURAL COLOR FINISH CHART 


WHEN ORDERING ANOTEC ARCHITECTURAL 
ANODIZED ALUMINUM GRATING, SPECIFY: 

1. Anotec type -—— 

2. Symbol___ 

3. Style, 


4. Architectural Color Finish-- 

5. Direction in which straight bars are to run 

6. Dimensions of area or areas to be 
covered 

7. Submit sketch of area to be covered show¬ 
ing installation details, etc. 


NO. 

INTERIOR FINISHES 

1 NO. 

EXTERIOR FINISHES 

1. 

Plain Mill Finish 

SI 

Clear Anodized 

2. 

Clear Anodized 

S2 

Sunfast Black 

3. 

Gold 

S3 

Sunfast Blue 

4. 

Blue 

S4 

Sunfast Brass 

5. 

Copper Pink 

S5 

Sunfast Gold 

6. 

Green 

ANOTEC* sunfast color finishes offer a 
protective surface that increases 
weather resistance and provides a high 
degree of color retention for exterior 
installations. 

7. 

Black 

8. 

Brass 

9. 

Red 


Close color matches may be obtained in any shade upon request. 


Exhibit: 


On display at Klemp International in Chicago 
. . . and at the “Architects International 
Bureau of Building Products” at the Dupont 
Plaza Center Building, Miami, Florida 


See our catalog on 

KLEMP GRATING, BRIDGE DECKING, FLOOR 
ARMORS AND STAIR TREADS elsewhere 
in this SWEETS Architectural File. 


Represented By: 


1459-959 


AT. A. 































































































































































Digitized by: 



INTERNATIONAL 


ASSOCIATION 

FOR 

PRESERVATION 

TECHNOLOGY, 

INTERNATIONAL 

www.apti.org 


BUILDING 

TECHNOLOGY 

HERITAGE 

LIBRARY 


https.y/archive.orq/details/buildinqtechnoloqvheritaqelibrarv 

From the collection of: 

Carol J. Dyson, AIA 











